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PART II - MISCELLANEOUS NOTIFICATIONS OF INTEREST TO THE PUBLIC 


- - X - - 


NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc ., 


DEPUTY REGISTRAR OF COOPERATIVE SOCIETIES , 

NARASARAOPET. 


THE RKC EMPLOYEES COOPERATIVE HOUSE BUILDING SOCIETY LTD ., 

No : Z . 549 , MACHERLA - WINDING UP OF THE AFFAIRS OF THE SOCIETY 
U / s 64 (1) OF THE APCS ACT 1964 - APPOINTMENT OF LIQUIDATOR 
U / s 65 ( 1) OF THE APCS ACT 1964 . 


Read :- 


(1) 


Rc.No : 1207 / 2018 - M , Dt: 28 . 07 . 2018 of the J. R / District 
Coop . Officer,Guntur. 
Report received from Sri A . V . S . Sairam , Senior Inspector, 
O /o the Sub -Divisional Coop . Officer, Gurazala U / s 52 of 
the APCS Act 1964 . 
Notice issued U /s 52 of the APCS Act 1964 by the Deputy 
Registrar of Coop . Societies, Narasaraopet. 
Report received from Sri A . V . S . Sairam , Senior Inspector, 
Olo the Sub - Divisional Coop . Officer, Gurazala . 


* * * * * 


Rc. No . 529 / 2018 /C2 ,- Whereas in the reference 1st read above , the Joint 
Registrar /District Coop . Officer , Guntur issued orders to conduct inspection 
U / s 52 of the Andhra Pradesh Coop . Societies Act 1964 into the functioning 
of the RKC Employees CHBS Ltd ., No: 549 , Macherla . 


ANDHRA PRADESH GAZETTE , May 28 , 2019 


Whereas , in the reference 2nd read above , the Inspection Officer U /s 52 
ofthe APCS Act 1964 has submitted Inspection Report and recommended 
for liquidation of the said society due to non functioning of the said society 
since several years . 


Whereas in the reference 3rd read above , this office issued notice 
U /s 64 ( 1) of the APCS Act 1964 to the society for calling objections , why the 
affairs of the society should not be wound up and Liquidator may be not appointed 
to the said society . 


Whereas in the reference 4th read above , report was received from 
Sri A . V . S . Sairam , Senior Inspector, Olo the Sub - Divisional Coop . Officer, 
Gurazala regarding service of the notices U /s 64 ( 1) of the APCS Act 1964 to 
the public offices and the society. 


And whereas in the references read above , this office issued notices 
U / s 64 ( 1 ) of the APCS Act 1964 for calling objections and representations 
if any within 15 days from the date of receipt of the notice . But, till date no 
objections or representations filed by any members for the proposed 
action . 


Therefore , by virtue of powers vested to me U / s 65 ( 1 ) of the Andhra 
Pradesh Coop . Societies Act 1964 , I, the Deputy Registrar of Coop . Societies , 
Narasaraopet , do hereby order for winding up of the affairs of the RKC 
Employees Coop . House Building Society Ltd ., No:7 .549 , Macherla and hereby 
appointing Sri A . V . S . Sairam , Senior Inspector, Olo the Sub -Divisional Coop . 
Officer, Gurazala as Liquidator of the said society . The Liquidator now appointed 
is hereby instructed to complete the process of the liquidation within 3 ( three ) 
months from the date of appointment of orders and submit statutory report 
accordingly . 


(GIVEN UNDER MY HAND AND SEAL ON THIS 14th DAY OF MAY 2019 ) 


D . SRINIVASA RAO , 

Deputy Registrar of 
Cooperative Societies, Narasaraopet . 


Dated : 14 -05 - 2019 . 
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